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JOHN ASHCROFT STATE OF MISSOURI GECRGE A. LOMBARDI

Governon DEPARTMENT OF CORRECTIONS orsor
AND HUMAN RESOURCES ADULT IWSTITUTIONS
DICK D. MOORE MISSOURI STATE PENITENTIARY BILL M. ARMONTROUT
DIRECTOR 'WARDEN
S At ot o oot SN o ATE e

AND HUMAN RESOURCES JEFFERSON CITY, MISSOURI 65102-0597

PHONE: 314-751-3224

January 13, 1988

Ms. Barbara Kulaszka
Barrister and Solicitor

8655 Queens Avenue

London, Ontario Canada NSW 3H7

Dear Ms. Kulaszka:

I received your letter regarding Queen v. Zundel and the testimony of
an expert witness dealing with execution by "gas chambers"”. I have
considerable knowledge in that area, however, I suggest you contact
Mr. Fred A. Luechter, 108 Bunker Hill Street, Boston, MA 02192,

hame telephone number €17-322-0104. Mr. Luechter is an engineer
specializing in gas chambers and executions. He is well versed in
all areas and is the only consultant in the United States that I
know of.

If I can be of further assistance, please do not hesitate to call
on me at any time.

Sincerely,—

7 lionr by W o
/ G2y Lliiigcidei—~
. Bill M. Armontrout

Warden

BA/pb

* x AN EQUAL OPPORTUNITY EMPLOYER = *
Services provided on a Nondiscriminatory basis
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Fred A. Leuchter, Associates
231 Kennedy Drive
Unit #110
Boston MA 02148
617-322-0104

Mr. Ernst Zundel

206 Carlton Street
Toronto, Ontario MSA 2L1
Canada

May 14, 1988

Oear Mr. Zundel:

I am writing to advise you of a clarification on the drawings
of Krema II and Krema III as submitted with my report of
April S5, 1888.

Both these drawings indicate roof vents that are for reference
only, as they appear on material supplied by Museum officials.
These vents are not now, or were they ever part of the actual
structures at Birkenau. These are spurious bits of information
that are shown on some schematics of these two structures and
appear on my drawings only for reference as indicated in the
text. My intent was to call attention to this erroneous material
and information. It must be clearly understood that a visual
inspection of both Kremall and Krema III clearly shows that

no roof vent ever existed at either of these Facilities.

Very truly yours,
Fred A, euchter Associates

. Leuchtery/ Jr.
Chief Engincer.
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